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THIS IS UNEVALUATED INFORMATION FOR THE RESEARCH 
USE OF TRAINED INTELLIGENCE ANALYSTS 


qi - fea gy Ae le SORE Sg ee ee te 

THIS DOCUMENT CONTAING IHFORMATION APFECTING TH2 BATIONAL DEFENS 
ae OF THE UNITED STATES WITHIN THE MEANING OF THE ESPIONAGE ACT 50 
0.8... 34 AND 82 AS AMENDED. [1S TRANSMISSION OR THE REVELATION 27 
OF ITS CONTENTS IH AHY WANNER TO AN URAUTHORIZED PERSON 1S PRO- FA 
IGITED BY LAW. REPRODUCTION OF THIS FORM 16 PROHIBITED,  xOw- FM 
SVER LHFORWATION CONTAINED ih BODY OF THE FONG MAY BE UTILIZLO FF 
AS DEEMED NECESSARY BY THE RECEIVING AGENCY. _ 


SOURCE 25X1 


1, After being drafted early in November 1947, and temporarily set azide, a 
Plan for the nationalization of the Austrian electrical industry is once again 
unier discussion. Minister Krauland, on his own initiative, undewtock to 
appoint a committee to coneider all problems concerning the elec%.ical 
industry and its noticnalieation. The project is fostered by Dr. Krauland 
and his State Secretary. Karl Wantler. Opposed to the nationalization acheme 
are Foreign Minister Dr, Gruber, Engineer Julius Re,.b, president or the 
Federal Chamber of Commerce, and Nationalrat Reiter. Chancellor “igl's 
attitude has not been reported, 


2. In the event that the nationalization law should actually he ont into effect, 
the large electrical manufacturers, such as ABG-Union, Slemene~Seluuckert, and 
Elin A.G., would be merged into one concern entitled Austrian Holding Company 
for the Electrical Industry (Oesterreichischs Holdinggesellschaft der 
Elektroindustrie), At first, the company would include only thoss plants 
which currently operate under Austrian control only. After the scttlement 
of the German property question, and the return of contested properties to 
Austrian hands, all electrical enterprises would be taken into the holding 


company. 


3. According to the plan now being considered, the holding company will heve the 
following four directors: 


Administrative director: 


Generaldirektor Alfred Marquet, at present director an? first 
public administrator of the Siemena-Schuckert factories. 


Commercial director: 


Direktor Johann vehetner, now commercial director of the 
Siemens-Schuckert works in Vienna I, Nibelungengagss. 


Technical director (heavy ourrent industry): 


Engineer Rudolf David, second public administrator of the 
Siemens-Schuckert factories. 
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Technical director (iow current industry): 


Dpl, Engineer Hugo Schedlbauer, director of Siemens & Halske A.G. 
'& The central direction of Siemens-Schuckert in Vienna I, Nibelungengesse, 
has drawn up a plan for the future administration of its Austrian factories, 
including the plants now under Soviet administration. The Siemeis enterprises 
would be governed by a CeneralDirektion consisting of a general director, a 
commercial director, and a technical director and would have the following 
subordinete divisions: 
a. Central Adminietration; | 
Finance department 
Planning office 
Archives and library 
Patent and legal office 
Publicity and price list department 
Social administration office 
Oentral construction office 
b. The central factory management would be heated by a commerciel manage: — 
_ (Disponent Putz has been suggested for the pasition) ané a technical 
manager (Huber, now technical manager of the Soviet-administered 
Siemens plant in Vienna XX, Engerthstrasse, is being corsidarsd fox 
thin nosition), ts department will superintend the following plants: 
Plant I - Vienne XL, Engerthstragse 150 
Plant TI - Vienna XXI, Siemensstrasse 80 . 
Plant III - Vienna XXI, Sicmensstresse &8 


Siemens-Reiniger Werke A.G. (electro-medical apparatis), Vienna VII, 
Kaiserstrasse 39, and Vienns VIII, Alserstrasse 21 


J. Odelga A.G. (medical-technical production) 


.All branches of Siemens-Schucker+ I (Nibelungengasse) osta>lished 
since 1946 in Vienna and the proyincer,. . 


co. A sales department, headed by a commercial and technical nanager 
(Disponent Eisenbach of Siemene-Schuckert I will be suggested for the 
position). This department will have offices in Vienna a2j abroad and 
will consist of the following subsections: 
Sales and production of small articles 
Construction of industrial plants 


Construction of central electric stations, long distance power 
lines, and power plants 


Electric railways, trolley care 
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Source estimates that within the framework of the above organizaticnal scheme, 
Siemens-Schuckert enterprises in Austria would shortly be able tc achieve a 
yearly turnover of 500 million schillings, barring the possibility of Soviat 
dismantling of the Siemons plants at present under Soviet administration. 
In the period frow 1925 to 1938, the average yearly turnover of the Siemens 
enterprises in Austria amounted to 1 million gold schillings. At this time, 
Siemens output accounted for about 50% of the total Austrian electrical pro- 
duction for the heavy current industry; the remaining electrical production 
was supplied by ARG-Union, 20%; Elin A.G., 15%; and Brown-Boveri, 15%. In the 
low current industry, the lurgest single producer was Siemens & Haleke, Vienna, 
with 25%, and the remainder was supplied by numerous other smaller companias. 


Under the Siemens organization plan outlined above, the following production 
scheme is envisaged: 


a. Construction of heavy machinery such as generators and turbines. 
b. Construction of large transformers. 


Cs Construction of cranes and other specialized machinery for rolling 
mills, mines, spinning factories, paper mills, and oil fields. 


d. High tension lines up to 440 kilovolts. 

e. Rotary current motors for industry aoa agriculture. 
£. Pumpa. 

ge Automotive equipment. 

h. Construction of street cars and electric locomotives. 
i. Heaters and hot plates. 

j. Electric boilers and stoves. 

k, Light fixtures. 

1, Cable and insulated wire, especially lacquered wire. 
m. Open conductors. | 

n. Planning and construction of electric power plants. 
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